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Dr. Helmut R. Wakeham, Director 
MeComas Research Center 
Philip Morris Incorporated 
Richmond 6, Virginia 

Re: VENTILATED FILTER CIGARETTE 
Our File 582-329 _ 

Dear Dr. Wakeham; 

I enclose herewith a revised application on the 
ventilated filter cigarette (PSP), including formal applica¬ 
tion papers and an Assignment. If you find these in order 
please execute and return all the papers and as soon as the 
application is filed I shall send Mr. Dooley a copy with 
the filing data. If you wish an extra copy please advise me. 

In revising the application I have considered 
Dr. Mace's notes to you of July 25, 1960 and also I had an 
oral conference with Mr. Tyrrell regarding the details when 
I was last in Richmond. Most of Dr. Mace's suggestions 
have been incorporated. I have not, however, enlarged on 
the references to cooling of the gases by the venting since 
this is in general a well known fact referred to in many 
patents. Furthermore I understand Philip Morris has no 
specific test data on the subject. 

The application explains that the dilution may 
vary some after the initial puff and after the smoking pro¬ 
gresses but I have not emphasized the matter nor limited the 
dilution or resistance to draw in either the specification 
or claims to the initial puffs. As I see it dilution would 
be of minor importance if limited to the initial puff and 
unless we describe that the dilution continues and is im¬ 
portant throughout the smoking we would not be defining a 
very useful invention. As I understand it the reduction in 
total particulate material e.g. depends not only on the 
dilution at the initial puff but continuing through the sub¬ 
sequent puffs. Furthermore xvhen we state in the claims a 
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dilution in the range of 5% to 50% there" seems to be no 
reason to limit that value to the initial puff. 

If you have any suggestions as to changes in 
the application please withhold execution of the papers 
until the changes have been made. 


Sincerely, 

E. R. Helferich 

Enc s. 

cc. Mr. W. M. Tyrrell 
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